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Now the Headline suggests, of course, a fact (or falsehood) with momentary power. So does the Poster. But the mere fact of dependence on such methods is a proof of the inherent weakness underlying it.
You have, then, at the outset a difference of quality in the reading and in the effect of the reading which it is of capital importance to my argument that the reader should note. The Free Press is really read and digested. The Official Press is not. Its scream is heard, but it provides no food for the mind. One does not contrast the exiguity of a pint of nitric acid in an engraver's studio with the hundreds of gallons of water in the cisterns of his house. No amount of water would bite into the copper. Only the acid does that: and a little of the acid is enough.